AMENDMENT NO. 1 FEBRUARY 2017 


IS 13592 : 2013 UNPLASTICIZED POLYVINYL 
CHLORIDE (PVC-U) PIPES FOR SOIL AND WASTE 
DISCHARGE SYSTEM FOR INSIDE AND OUTSIDE 

BUILDINGS INCLUIDNG VENTILATION AND RAIN 
WATER SYSTEM — SPECIFICATION 


(First Revision) 


(Page 4, Table 4, SI No. (xi), (xil) and (xiii), col 5 and col 6) — Substitute 


the following for the existing entries. 


SI No. Min Max 
xi) 215.60 217.0 
xil) 272.90 274.50 
xiii) 338.90 340.90 


(CED 50) 
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